The  First  Baptist  Church  of  Worcester,  Mass.,  situated 
on  Salisbury  St.  at  Park  Ave.,  opposite  Institute  Pork 
and  adjoining  the  Campus  of  the  Worcester  Polytechnic 
Institute.  Organized  Dec.  9,  1812,  the  present  building 
was  dedicated  Sept.  24,   1939.  ,    „    .  ^=5 
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